Chief Officer 
2nd Officer 


Chief Officer 
2nd Officer 

Ext Chief Officer 
Ext 2nd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Australian Bridge 
Oil/Bulk/Ore Carrier - 142,725 d.w.t. 


Spring 1973 


(01/04/1973) 


Davies W.A.D 
Marsh D.G 


Chief Eng Officer Jones R.M 


Electrical Officer 


Autumn 1973 


(07/10/1973) 


Reeves M.M 
Gibson S.H 
Morris D.J.M 
Keenan D.A 
Davy G.S 
Jeffery R.C 
Stenton S.W.A 
Barraclough J 


Carpenter 


McEwan | 


Captain Davies W.A.D 
Chief Eng Officer McLeod-Brown R 


Ext Chief Eng Officer 
2nd Eng Officer 
3rd Eng Officer 

Ext 3rd Eng Officer 
Ext 3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Engineer Cadet 
Engineer Cadet 
Blease T.V 


Green H 
Godfrey A.P 
Bell W.C 
Burden J 
Jones A.D 
Webster W.A.S 
Surtees J.G 
Austin A.C 

Hird A 


Winter 1973 


(19/02/1974) 


Captain Carlise H.E 
Chief Eng Officer Owen D.R 


Chief Officer Reeves M.M 
2nd Officer Blacker K.G 
Ext Chief Officer Marsh D.G 
Radio Officer Glover G.F 


Purser 


Standish R.F 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Ext 5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 


Carpenter Grahamsahw J.J 


Summer 1974 


(18/09/1974) 


Staff Captain Gavin J.S 
Chief Officer Farrand P 
2nd Officer Malpass N.H 
Uncert 3rd Officer Jones P.D 
Deck Cadet Hodgson R 
Deck Cadet Leighton T 
Radio Officer Ferry W.J 
Purser Hamer E.P 
C.P.O 
Carpenter 
Pumpman 
Cook 


Storekeeper 


Long G.I 

Kyle A.M 
Maude D.J 
Thompson R.J 
Erwin W.A 
Rush M 
Stanton T.H 
Sillars R.M 
Chedotal F.J 


Captain Davies W.A.D 
Chief Eng Officer Owen D.R 


2nd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Ext 5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Electrical Officer 
Morrison R 
Pestell B 
Kirkland D.J 
Kershaw D 
Lyons M 





McClelland C 
Kyle A.M 

Van Bergen J.J 
Beveridge J.C 
Jenkins A 
Jones D.H 
Pascoe S.N 
Talbot D 
McEwan | 


Chief Officer 

1st Officer 

Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Winter 1974 


(01/03/1975) 


Captain Davies W.A.D 
Chief Eng Officer Ashcroft T.S 


Ratcliffe R 
Lambert P.W 
Higgins J 
Smith J.M 
Hutchinson G 
McAlpine G 
Johnson H.C 
Parkin N.J 
Campbell N.C 


Moorhouse F 
Radford S.J 
Keenan K.M 


Meikle R.J 
Taylor J.D 
Sutherland K 
Duncan P.W 


Reeves M.M 2nd Eng Officer 
Keenan D.A 3rd Eng Officer 
Wood M.G Ext 3rd Eng Officer 
Thelwell A.G 4th Eng Officer 
Madell K.R 5th Eng Officer 
Glover G.F Engineer Cadet 
Mitchell N.N Engineer Cadet 
Electrical Officer 
2nd Elect Officer 
C.P.O Dick J.C 
Carpenter Miller A.J 
Pumpman Howard G 
Cook Simpson R.J 
Storekeeper Buck F 
Summer 1975 
(19/09/1975) 
Captain Boyle P 
Chief Eng Officer Hansen F.G 
Marsh D.G 2nd Eng Officer 
Baker A.R 3rd Eng Officer 
Mitchell D 4th Eng Officer 
Wheatley A 5th Eng Officer Kapur V 
Jones S.K Jnr Eng Officer 
Bunce M.O.B Jnr Eng Officer 
Ruddy F.J Electrical Officer 
Trainee Elect Officer 
C.P.0 Hodges A.J 
Carpenter Pestell B 
Pumpman Puckett T.A 
Cook Powell M.J 


Storekeeper 


O'Connor J.B 





Chief Officer 
1st Officer 
3rd Officer 

Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Ext 3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Winter 1975 


(16/02/1976) 


Captain Underhill G.V 
Chief Eng Officer McCarthy J.S 





Gibson S.H 2nd Eng Officer Stevenson G.B 
Sullivan L.M Cargo Engineer Burke C 
Taylor R.W 4th Eng Officer Pritchard S.L 
Box D.G 5th Eng Officer Hutchinson G 
Jones S.K Jnr Eng Officer Lyle D 
Armishaw R.D Engineer Cadet Hulley P.G 
While F Engineer Cadet Charlton T 
Electrical Officer Parkin N.J 
C.P.0 Hodges A.J 
Carpenter Preston A.G 
Pumpman Mcluckie T 
Cook Rowell M.J 
Storekeeper Kelly A.E 
Summer 1976 
(10/09/1976) 
Captain Gavin J.S 
Chief Eng Officer Chalker P 
Williams J.B 2nd Eng Officer McConnell R.J 
Scrimgour P 3rd Eng Officer Hartley M.R.W 
Sheldon R.J 3rd Eng Officer Mitchell D.A 
Hollis D.J 4th Eng Officer Elliot A.K 
Barling G 5th Eng Officer Corcoran F.M 
Levell R Jnr Eng Officer Johnson H.C 
Engineer Cadet Powell A.K 
Engineer Cadet Fenton A.S 
Electrical Officer Duncan P.W 
C.P.O Hale D.J 
Carpenter Taylor H.J 
Pumpman Nichol E 
Cook SmithR 


Storekeeper 


Kelly J 





Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Winter 1976 


(23/02/1977) 


Morris D.J.M 
Mehner P.H.R 
Gaukrodger C.S 
Brough R.W.A 
Mackie D.B 
Gunn J.S 
Harding J.E 
While F 
C.P.O 
Carpenter 
Trainee Pumpman 
Cook 
Storekeeper 


Captain Hunter M.J 
Chief Eng Officer Wheeler D 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Hanley P 
Pestell B 
Bethel R 
Halligan J 
Schofield G.H 





Autumn 1977 


(13/10/1977) 


Poynder A.J.L 
Robinson M.G.E 
Jones S.K 
Bousefield D 
Palethorpe J.G 
Morris R 


C.P.O 
Carpenter 
Pumpman 

Cook 

Storekeeper 


McConnell R.J 
Bell R.C 
Spivey S.J 
Lilley R 

Joy J.D 
McCormack J 
McRae A 


Captain Marsh D.G 
Chief Eng Officer Twamley D.G 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Ext 5th Eng Officer 
Cadet Act Jnr Eng Officer 
Electrical Officer 
Ward W.D 
Taylor H.J 
Kirkland D.J 
Gibson K.W 
Jones C.E 





Penny D.N 
Taylor R.B 
Spivey S.J 
Ridyard D.M 
Lofthouse R.L 
Dick P.J 

Hall J.L 


